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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 251323 
ORIGIN OC-06 

INFO OCT-01 CCO-OO ISO-OO FBOE-OO A-01 OCL-OO SY-05 
ARA-14 /027 R 

DRAFTED BY OC/PF.-E/F:GT .F.NGT ,F.BR AKF./JM 
APPROVED BY A/OC:WENAEHER 
OC/PE : B S KOFFM AN (ACTG) 

A/OC/RCO- ARA : CRR AMB O (SUBS) 

A/FBOJMORRISON (SUBS) 

OC/L:WSWEIKART (SUBS) 

A/SY/NSU:GROUSSOS (SUBS) 

DESIRED DISTRIBUTION 
OC/S, ARA/EX, A/SY/FO 

003228 200037Z/14 

P 192158Z OCT 77 
FM SECSTATE WASHDC 
TO AMEMBASSY BRASILIA PRIORITY 
INFO AMEMBASSY PANAMA PRIORITY 
ATO WASHDC PRIORITY 

UNCLAS STATE 251323 

PANAMA FOR RTC 

E.O. 11652: N/A 

TAGS: AFAC, ABLD, ASEC 

SUBJECT: CCC RENOVATIONS 

REFS: (A) BRASILIA 8195, (B) BRASILIA 8271 

1 . TRAVEL OF SEABEE PERSONNEL TO POST TO BEGIN PHASE ONE 
OF THE CCC RENOVATION IS BEING ARRANGED. ETA WILL BE 
SUBJECT OF SEPTEL. HOWEVER, PROJECT WILL NOT BEGIN UNTIL 
AFTER NOV. 25. SEABEE ELECTRICIAN IS NOT AVAILABLE. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 251323 

HOWEVER, ATO WILL PROVIDE PERSONNEL TO ASSIST WITH 
ELECTRICAL WORK OF PHASE ONE. POST REQUESTED TO PROVIDE 
FOLLOWING ASAP: 

A. ADVISE AVAILABILITY OF GOVT/NON-GOVT QUARTERS FOR 
TWO-MAN SEABEE TEAM. 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


B. CONFIRM THAT ALL CONSTRUCTION MATERIALS ARE ON SITE 
OR WILL BE ON SITE PRIOR TO ARRIVAL OF SEABEES. ATO WILL 
BE PROVIDING ELECTRICAL BOM AND SUSPENDED CEILING FOR THE 
FORMER INCINERATOR ROOM. PLEASE ADVISE WHEN ITEMS ARE 
RECEIVED. 

2. FUNDING OF DOLS. 650 WILL BE PROVIDED ASAP. 

3. DISCUSSIONS ARE PRESENTLY UNDERWAY IN THE DEPT CON- 
CERNING PHASE TWO OF THE CCC RENOVATIONS. (PHASE ONE 
RENOVATIONS, AS YOU KNOW, ARE DETAILED IN DEPT OM DATED 
AUGUST 26 AND DO NOT INVOLVE MAJOR ELECTRICAL RAMIFI- 
CATIONS.) HOWEVER. POST IS CORRECT THAT PHASE TWO WILL 
INCREASE THE TOTAL LOAD ON BUILDING BY 100-150 AMPS. 

THE C&R EMERGENCY GENERATOR WOULD HAVE TO BE REPLACED BY 
A LARGER UNIT AS WELL. DETAILS OF WORK WILL BE PROVIDED 
AS PART OF TOTAL SPECIFICATIONS AND DRAWINGS WHICH REMAIN 
TO BE DEVELOPED FOLLOWING COORDINATION AND APPROVAL BY 
THE DEPARTMENT AND ATO HEADQUARTERS. 

4. DEPT IS MOST ANXIOUS TO EXPEDITE PHASE ONE OF THE 
CCC RENOVATIONS TO PERMIT THE EARLY RELEASE OF SEABEE 
PERSONNEL FOR OTHER PENDING PROJECTS ELSEWHERE. ACCORD- 
INGLY, A TIMELY RESPONSE IS REQUESTED. VANCE 

UNCLASSIFIED 


NNN 
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